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Hose: Evaporator and Drain 


HOSE: EVAPORATOR and DRAIN 


EVAPORATOR DRAIN HOSE EVAPORATOR DRAIN HOSE 


BULK (Min. order: 1m) MOULDED HOSE WITH 90 deg. BEND 


13 mm DIA. - 400 mm LONG 


HO-10130 - 13 mm (1/2") BLACK HO-12130 


Нове: Refrigerant - Standard 


STANDARD HOSE SPECIFICATIONS 


GOOD,YEAR Galaxy 4824 


EPDM SPIRAL FRIC SPIRAL NBR NYLON 


I. D. - 8mm (5/16") - 10mm (13/32") - 13mm (1/2") I. D. - 16mm (5/8") 
O.D. - 19mm (3/4") å D. - 23mm (29/32") a D. - 25mm (1") O.D. - 28mm (1-3/32") 
HOSE END SECTIONS ARE SHOWN ACTUAL SIZE 
Goodyear Standard Nylon Barrier Hose: Galaxy #4824 
GENERAL SPECIFICATIONS 

SAE SPECIFICATION - SAE-J51B; SAE - J2064 

CONSTRUCTION - 2 - BRAID WITH NYLON BARRIER TUBE 

MINIMUM BURST PRESSURE - No. 6, No. 8 & No. 10: 2000 psi. No. 12: 1750 psi 

MAXIMUM CONSTANT WORKING PRESSURE - No. 6, No. 8 & No. 10: 500 psi. No. 12: 425 psi 

REFRIGERANT SUITABILITY - R134a; R-12; R-22; R-502; MP52 

HOSE FITTING SUITABILITY - STANDARD BARB AND CAPTIVE FERRULE FITTINGS 

Standard Barrier Hose (see page 288 for Thin-Wall Barrier Hose) 

PART No. SIZE INTERNAL DIAMETER TYPE ROLL SIZE 
HO-21062 No. 6 8 mm - 5/16" Standard Hose BULK (MINIMUM ORDER: 5 METRES) 
HO-21062-15 No. 6 8 mm - 5/16" Standard Hose 15 METRE ROLL 
HO-21062-25 No. 6 8 mm - 5/16" Standard Hose 25 METRE ROLL 
HO-21082 No. 8 10 mm - 13/32" Standard Hose BULK (MINIMUM ORDER: 5 METRES) 
HO-21082-15 No. 8 10 mm - 13/32" Standard Hose 15 METRE ROLL 
HO-21082-25 No. 8 10 mm - 13/32" Standard Hose 25 METRE ROLL 
HO-21102 No. 10 13 mm - 1/2" Standard Hose BULK (MINIMUM ORDER: 5 METRES) 
HO-21102-15 No. 10 13 mm - 1/2" Standard Hose 15 METRE ROLL 
HO-21102-25 No. 10 13 mm - 1/2" Standard Hose 25 METRE ROLL 
HO-21122 No. 12 16 mm - 5/8" Standard Hose BULK (MINIMUM ORDER: 5 METRES) 
HO-21122-15 No. 12 16 mm - 5/8" Standard Hose 15 METRE ROLL 
HO-21122-25 No. 12 16 mm - 5/8" Standard Hose 25 METRE ROLL 


NOTE: MINIMUM ORDER QUANTITY FOR BULK HOSE IS 5 METRES. 
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Hose: Refrigerant - Reduced Diameter 


Highgate Automotive Air Conditioning Catalogue 


THIN - WALL HOSE SPECIFICATIONS 


GOOD; YEAR Galaxy 4860 


FRIC SPIRAL NBR NYLON CR 


e 9 o 


LD. - 8mm (5/16") LD. - 10mm (13/32") LD. - 13mm (1/2") LD. - 16mm (5/8") 
O.D. - 15mm (19/32") O.D. - 17mm (21/32") O.D. - 19mm (3/4") O.D. - 24mm (1-3/32") 


HOSE END SECTIONS ARE SHOWN ACTUAL SIZE 


Goodyear Thin-Wall Nylon Barrier Hose: Galaxy 44860 


GENERAL SPECIFICATIONS 


SAE SPECIFICATION - SAE - J51B; SAE - J2064 

CONSTRUCTION - SINGLE BRAID POLYESTER, WITH NYLON BARRIER TUBE 
MINIMUM BURST PRESSURE No. 6, No. 8 & No. 10: 2000 psi. No. 12: 1750 psi 
MAXIMUM CONSTANT WORKING PRESSURE - No. 6, No. 8& No. 10: 500 psi. No. 12: 425 psi 
REFRIGERANT SUITABILITY R134a; R-12; R-22; R-502; MP52 

HOSE FITTING SUITABILITY THIN-WALL BEADLOCK FITTINGS 


NOTE: REQUIRES SPECIAL DIES - SEE NOTE BELOW. 


Thin-Wall barrier Hose (see page 287 for Standard Barrier Hose) 


PART No. SIZE INTERNAL DIAMETER TYPE ROLL SIZE 

HO-21160 No. 6 8 mm - 5/16" Thin-Wall Hose BULK (MINIMUM ORDER: 5 METRES) 
HO-21160- 5 No. 6 8 mm - 5/16" Thin-Wall Hose 5 METRE ROLL 

HO-21160-25 No. 6 8 mm - 5/16" Thin-Wall Hose 25 METRE ROLL 

HO-21180 No. 8 10 mm - 13/32" Thin-Wall Hose BULK (MINIMUM ORDER: 5 METRES) 
HO-21180- 5 No. 8 10 mm - 13/32" Thin-Wall Hose 5 METRE ROLL 

HO-21180-25 No. 8 10 mm - 13/32" Thin-Wall Hose 25 METRE ROLL 

HO-21200 No. 10 13 mm - 1/2" Thin-Wall Hose BULK (MINIMUM ORDER: 5 METRES) 
HO-21200- 5 No. 10 13 mm - 1/2" Thin-Wall Hose 5 METRE ROLL 

HO-21200-25 No. 10 13 mm - 1/2" Thin-Wall Hose 25 METRE ROLL 

HO-21212 No. 12 16 mm - 5/8" Thin-Wall Hose BULK (MINIMUM ORDER: 5 METRES) 
HO-21212- 5 No. 12 16 mm -5/8" Thin-Wall Hose 5 METRE ROLL 

HO-21212-25 No. 12 16 mm -5/8" Thin-Wall Hose 25 METRE ROLL 


NOTE: MINIMUM ORDER QUANTITY FOR BULK HOSE IS 5 METRES. 


Important Note 


Galaxy 4860 reduced - diameter (thin-wall) requires special crimping dies. 
The following dies are for use with TO-75602 Crimping Tool. 


HO-21160 No. 6 use TO-27346 die set 
HO-21180 No. 8 use TO-27348 die set 
HO-21200 No. 10 use TO-27350 die set 
HO-21212 Мо. 12 use TO-27352 die set 
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Hose Assemblies: Universal 


ALUMINIUM LINES: UNIVERSAL 


Female Flare - Flare Female O-Ring - O-Ring Female O-Ring - MIOR 


Ü "Es SE 
Ü 8004 > d 


PART No. SIZE FITTINGS LENGTH 
HO-24906 No. 6 FEMALE FLARE - FEMALE FLARE 460 mm - 18" 
HO-25006 No. 6 FEMALE FLARE - FEMALE FLARE 760 mm - 30" 
HO-25016 No. 6 FEMALE FLARE - FEMALE FLARE 1000 mm - 40" 
HO-25020 No. 6 FEMALE FLARE - FEMALE FLARE 1220 mm - 48" 
HO-25040 No. 5 FEMALE O-RING - FEMALE O-RING 460 mm - 18" 
HO-25043 No. 5 FEMALE O-RING - FEMALE O-RING 760 mm - 30" 
HO-25046 No. 5 FEMALE O-RING - FEMALE O-RING 1220 mm - 48" 
HO-25050 No. 6 FEMALE O-RING - FEMALE O-RING 460 mm - 18" 
HO-25053 No. 6 FEMALE O-RING - FEMALE O-RING 760 mm - 30" 
HO-25056 No. 6 FEMALE O-RING - FEMALE O-RING 1000 mm - 40" 
HO-25058 No. 6 FEMALE O-RING - FEMALE O-RING 1220 mm - 48" 
HO-25082 No. 6 FEMALE O-RING - MALE INSERT O-RING 300 mm - 12" 
HO-25085 No. 6 FEMALE O-RING - MALE INSERT O-RING 760 mm - 30" 
HO-25088 No. 6 FEMALE O-RING - MALE INSERT O-RING 1270 mm - 50" 
HO-25093 No. 6 FEMALE O-RING - MALE INSERT O-RING 1500 mm - 59" 


Hose Assemblies: OEM Replacement 


OEM: VEHICLE APPLICATION GUIDE 


Example of an OEM replacement hose assembly 
(HO-33496 illustrated) 
F 


VEHICLE - MODEL - CODE - ENGINE HOSE / LINE TYPE REF. YEAR  PARTNo. ОЕМ REFERENCE 
FORD 

FALCON AU 6 CYL SUCTION-DISCHARGE RUBBER HO-31250 

FALCON BA ALL LIQUID LINE ALUM / RUBBER HO-31257 

FALCON EA 6 CYL MPI DISCHARGE RUBBER HO-31369 

FALCON EA 6 CYL MPI SUCTION RUBBER HO-31371 ОЕ: EA19N617B 
FALCON EB 6 CYL SUCTION-DISCHARGE RUBBER R12 HO-31374 

FALCON EB 6 CYL DISCHARGE RUBBER R134a HO-31376 OE: EE19972A 
FALCON EB V8 DISCHARGE RUBBER R134a HO-31377 OE: EE19972B 
FALCON EB 6 CYL SUCTION RUBBER R134a HO-31383 

FALCON EB V8 SUCTION RUBBER R134a HO-31385 OE: EE19N617B 
FALCON EB 6 CYL LIQUID (2 PIECE) ALUM. HO-31392 OE: ED19B881C 
FALCON EF 6 CYL SUCTION-DISCHARGE RUBBER HO-31448 OE: EF19D850E 
FALCON EF V8 SUCTION-DISCHARGE RUBBER TO 01/95 HO-31452 OE: EF19D850B 
FALCON EF V8 SUCTION-DISCHARGE RUBBER 02/95 ON HO-31454 OE: EF19D850D 
FALCON EF-EL LIQUID ALUM. HO-31461 OE: EA19B881A 
FALCON EL, XR6 6 СҮГ SUCTION-DISCHARGE RUBBER HO-31470 

FALCON XD-XE V8 DISCHARGE RUBBER HO-31510 

FALCON XE 6 CYL DISCHARGE RUBBER HO-31512 ОЕ: XE19972C 
FALCON XG 6 CYL Utility SUCTION-DISCHARGE RUBBER HO-31520 OE: EDC19D850A 
FALCON XF DISCHARGE RUBBER HO-31544 

FALCON XF LEADED SUCTION RUBBER HO-31546 

FALCON XF ULP SUCTION RUBBER HO-31548 

FALCON XH 6 CYL SUCTION-DISCHARGE RUBBER HO-31553 

FALCON XH V8 SUCTION-DISCHARGE RUBBER HO-31555 

FESTIVA WB DISCHARGE RUBBER 01/94 ON HO-31622 

FESTIVA WB SUCTION RUBBER 01/94 ON HO-31624 

LASER ` KF-KH to 10/93 DISCHARGE RUBBER R12 HO-31733 

LASER ` KF-KH SUCTION RUBBER HO-31735 

LASER KN 5-DOOR LIQUID ALUM. 03/99 ON HO-31750 
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Hose Assemblies: OEM Replacement 


ОЕМ : VEHICLE APPLICATION GUIDE 


VEHICLE - MODEL - CODE - ENGINE 


HOSE / LINE 


GENERAL MOTORS 


APOLLO JK,JL 
APOLLO JK,JL 
ASTRA LD 


COMMODORE VK 
COMMODORE VK 
COMMODORE VL 
COMMODORE VL 
COMMODORE VN, VP, VQ 
COMMODORE 
COMMODORE VR 
COMMODORE 
COMMODORE 
COMMODORE 
COMMODORE 


NOVA 
NOVA 


RODEO ПЕ 
RODEO TF 


6 CYL 
6 CYL 
6 CYL 
6 CYL 
V6 
V6 
V6 
V6 
V6 & V8 
V6 
V8 


DISCHARGE 
SUCTION 
DISCHARGE 


DISCHARGE 
SUCTION 
DISCHARGE 
SUCTION 
DISCHARGE 
SUCTION 
SUCTION 
DISCHARGE 


LIQUID (2-PIECE) 
SUCTION-DISCHARGE 
SUCTION-DISCHARGE 


DISCHARGE 
SUCTION 


DISCHARGE 
SUCTION 


HYUNDAI 


EXCEL x3 
EXCEL x3 
EXCEL x3 
EXCEL x3 
EXCEL x3 
LANTRA 


DISCHARGE HEADER 


DISCHARGE 
SUCTION 
LIQUID SHORT 
LIQUID LONG 
LIQUID 


MERCEDES 


W117, W126 V8 
W126 420, 450 


SUCTION-DISCHARGE 
SUCTION-DISCHARGE 


MITSUBISHI 


LANCER CA, CB 
LANCER CB MPI 
LANCER CC 1.5L 
LANCER CC 1.5L 
MAGNA TH 

MAGNA TH 

MAGNA TH 

MAGNA TH 

MAGNA TH 

MAGNA TN, TP 
MAGNA TM, TN, TP 
MAGNA TR Carb 
MAGNA TR Carb 
MAGNA TR EFI 
MAGNA TR EFI 
MAGNA TR, KR V6 
MAGNA TR, KR V6 


SUCTION 
DISCHARGE 
DISCHARGE 
SUCTION 


DISCHARGE 
SUCTION 
SUCTION 
LIQUID 
LIQUID 
DISCHARGE 
SUCTION 
DISCHARGE 
SUCTION 
DISCHARGE 
SUCTION 
DISCHARGE 
SUCTION 


NISSAN 


PULSAR N15 
PULSAR N15 
PULSAR N15 


DISCHARGE 
SUCTION 
LIQUID 


TOYOTA 


CAMRY SV20, SV21 
CAMRY SV20, SV21 
COROLLA AE90, AE92, AE94 
COROLLA AE90, AE92, AE94 
HILUX DIESEL 


DISCHARGE 
SUCTION 


DISCHARGE 
SUCTION 


LIQUID 


TYPE 


RUBBER 
RUBBER 
RUBBER 


RUBBER 
RUBBER 
RUBBER 
RUBBER 
RUBBER 
RUBBER 
RUBBER 
RUBBER 
ALUM. 

RUBBER 
RUBBER 


RUBBER 
RUBBER 


RUBBER 
RUBBER 


ALUM. 
RUBBER 
RUBBER 
ALUM. 
ALUM. 
ALUM. 


RUBBER 
RUBBER 


RUBBER 
RUBBER 
RUBBER 
RUBBER 


RUBBER 
RUBBER 
ALUM. 

ALUM. 

ALUM. 

RUBBER 
RUBBER 
RUBBER 
RUBBER 
RUBBER 
RUBBER 
RUBBER 
RUBBER 


RUBBER 
RUBBER 
ALUM. 


RUBBER 
RUBBER 


RUBBER 
RUBBER 


ALUM. 


REF. 


R134a 
R134a 


YEAR 


1994 
1994 


1995-96 


PART No. 


HO-33121 
HO-33123 
HO-33142 


HO-33480 
HO-33481 
HO-33485 
HO-33486 
HO-33488 
HO-33490 
HO-33493 
HO-33496 
HO-33500 
HO-33507 
HO-33509 


HO-33764 
HO-33766 


HO-33834 
HO-33835 


HO-35510 
HO-35512 
HO-35514 
HO-35517 
HO-35518 
HO-35620 


HO-46010 
HO-46042 


HO-49550 
HO-49561 
HO-49565 
HO-49567 


HO-49622 
HO-49624 
HO-49627 
HO-49630 
HO-49631 
HO-49636 
HO-49638 
HO-49642 
HO-49644 
HO-49647 
HO-49649 
HO-49656 
HO-49658 


HO-55167 
HO-55169 
HO-55171 


HO-67647Z 
HO-67649Z 


HO-67812Z 
НО-678142 


HO-68085 


OEM REFERENCE 


OE: 24612-01990 
OE: 24614-03520 


OE: V518529 


OE: 92023224 
OE: 92023221 


OE: 92024026 


OE: 92037511 


OE: 92042036 


OE: 92054470 


OE: 14611-05030 


to condenser 


order HO-35510 as well 


Condenser to Drier 


Condenser to Drier 
Drier to Evaporator 


OE: AW319583 
OE: AW319584 
OE: AW329537 
OE: AW329536 
OE: AW328632 
OE: AW328630 


for CNO-87357 condenser 


@ 
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Hose Fittings 


HOSE FITTINGS: BASIC TYPES 


Steel Barb Fitting Aluminium Barb Fitting Beadlock Fitting 


e 
ez 


STEEL BARB FITTING BARB FITTING BEADLOCK FITTING 
ALL PLATED STEEL CONSTRUCTION USUALLY ALUMINIUM WITH STEEL NUT, USUALLY ALUMINIUM WITH STEEL 
FOR USE WITH HOSE CLAMPS OR OR ALL PLATED STEEL. FERRULE AND NUT. 
MINICRIMP FERRULES. FOR USE WITH HOSE CLAMPS OR SPECIFICALLY DESIGNED FOR USE WITH 
DESIGNED FOR USE WITH R-12 MINICRIMP FERRULES. THE BEADLOCK BUBBLE CRIMPER. 
DESIGNED FOR USE WITH R-12 DESIGNED FOR USE WITH R134a 
Pad Fitting Re-usable Fitting 


PAD FITTING RE-USABLE FITTING 
NO CRIMPING REQUIRED. 
USUALLY ALUMINIUM. USUALLY PLATED STEEL. 
FOR USE WITH R-12 OR R134a FOR USE WITH R-12 OR R134a 
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Hose Fittings: Specifications 


BASIC TYPES - SPECIFICATIONS 


1. Female Flare (FF) SAE - 450 FITTING THREAD SHANK TAIL 
SCREWS ONTO MALE FLARE (MF) FITTINGS SIZE MRE DIAMETER DIAMETER 
(MF) No. 6 18 - UNF 3/8" (10mm) 5/16" ( 8mm) 
No. 8 16 - UNF 1/2" (13mm) 13/32" (10mm) 
| | No. 10 14 - UNF 5/8" (16mm) 1/2" (13mm) 
II No. 12 14 - UNF 3/4" (19mm) 5/8" (16mm) 
| | NOTE: METRIC MEASUREMENTS ARE APPROXIMATE. 
SHANK TAIL 
DIA. DIA. 


2. Male Flare (MF) SAE - 459 


SCREWS INTO FEMALE FLARE (FF) FITTINGS 


FITTING THREAD THREAD SHANK TAIL 
SIZE TYPE DIAMETER DIAMETER DIAMETER 


No. 6 18 - UNF 5/8" (16mm) 3/8" (10mm) 5/16" ( 8mm 


) 
— = M BÓ | | No. 8 16-UNF 3/4" (19mm) 1/2" (13mm) 13/32" (10mm) 
THREAD (TILT | nn No.10 14-0МЕ 718" (22mm) 5/8" (16mm) 1⁄2" (13mm) 
DA. (IL | | Мо. 12 14-UNF 1-1/16" (27mm) 3/4" (19mm) 5/8" (16mm) 
a | 
| — SHANK TAIL NOTE: METRIC MEASUREMENTS ARE APPROXIMATE. 
DIA. DIA. 
3. Female O-Ring (FOR) FITTING THREAD SHANK TAIL 
SIZE TYPE DIAMETER DIAMETER 
SCREWS ONTO MALE INSERT O-RING (MIOR) . . 
FITTINGS No. 5 18 - UNF 3/8" (10mm) 5/16" ( 8mm) 
Мо. 6 18 - UNE 3/8" (10mm) 5/16" ( 8mm) 
| | No. 8 16 - UNF 1/2" (13mm) 13/32" (10mm) 
ID No. 10 14 - UNF 5/8" (16mm) 1/2" (13mm) 
| | No. 12 14 - UNF 3/4" (19mm) 5/8" (16mm) 
SHANK TAIL 
m DA NOTE: METRIC MEASUREMENTS ARE APPROXIMATE. 


4. Female O-Ring (FOR) - Metric 


FITTING THREAD SHANK TAIL 
SCREWS ONTO MALE INSERT O-RING (MIOR) SIZE TYPE DIAMETER DIAMETER 
METRIC THREAD FITTINGS. No. 5 9/16" (14тт) 3/8" (10mm) 5/16" ( 8тт) 
Мо. 6 16mm - 1.5 pitch 3/8" (10mm) 5/16" ( 8mm) 
| | No. 8 20mm - 1.5 pitch 1/2" (13mm) 13/32" (10mm) 
Ш No. 10 24mm - 1.5 pitch 5/8" (16mm) 1/2" (13mm) 
| | NOTES: - METRIC MEASUREMENTS ARE APPROXIMATE. 
SHANK TAIL - THE ABOVE SPECIFICATIONS ARE FOR COMMON METRIC 
DIA. DIA. FITTINGS - OTHERS MAY BE AVAILABLE. 
5. Male O-Ring (MOR) FITTING THREAD THREAD SHANK TAIL 
SIZE TYPE DIAMETER DIAMETER DIAMETER 
SCREWS INTO FEMALE O-RING TX VALVESAND No, б — 18.UNF 5/8" (16mm) 3/8" (10mm) 5/16" ( 8mm) 
DRIERS (NOT FEMALE O-RING FITTINGS). No. 7 18-0МЕ 1116" (17тт) 3/8" (10mm) 56" ( 8mm) 
T MS | | No. 8 16-UNF 3/4" (19mm) 1/2" (13mm) 13/32" (10mm) 
ПӘЛЕН Б No.10 14-UNF 7/8" (22mm) 5/8" (16mm) 1/2" (13mm) 
DIA. ІІІ | | II No.12 14-UNF 1-1/16" (27mm) 3/4" (19mm) 5/8" (16mm) 
— | 
І 
2.” DE NOTE: METRIC MEASUREMENTS ARE APPROXIMATE. 
6. Male Insert O-Ring (MIOR) FITTING THREAD THREAD SHANK TAIL 
SIZE TYPE DIAMETER DIAMETER DIAMETER 


SCREWS INTO FEMALE O-RING (FOR) FITTINGS. 18 - UNF 9/16" (14mm) 3/8" (10mm) 5/46" ( 8mm 


5 

6 18 - UNF 5/8" (16mm) 3/8" (10mm) 5/16" ( 8mm 
| | No. 8 16 - UNF 3/4" (19mm) 1/2" (13mm) 13/32" ( 

0 14 - UNF 7/8" (22mm) 5/8" (16mm) 1/272 (13mm 

2 14-UNF 1-1/16" (27mm) 3/4" (19mm) 5/8" ( 


THREAD 
DIA. 


[ 
NOTE: METRIC MEASUREMENTS ARE APPROXIMATE. 
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Hose Fittings: Adaptors and Unions 


Ш 


НА-45356 # 6 FF - 6 MIOR 
HA-45358 # 8 FF - 8 MIOR 
HA-45360 #10 FF - #10 МОК 


(CONVERTS A MALE FLARE 
FITTING TO MALE INSERT O-RING) 


ADAPTORS: FLARE to O-RING 


HA-45446 # 6 FF -# 6 MCIOR 
HA-45448 # 8 FF - 8 MCIOR 
HA-45450 #10 FF - #10 MCIOR 


(CONVERTS A FEMALE FLARE TO 
FEMALE CAPTIVE INSERT O-RING) 


HA-46465 


Ш 


f 6 FF - 45 МІОК 


D 


HA-45756 #5 MIOR - f 6 MIOR 
(includes 45 mushroom) 


(CONVERTS # 6 MALE FLARE 
TO #5 MALE INSERT O-RING) 


MALE INSERT O-RING - MALE FLARE 


HA-45666 (single) # 6 MIOR-# 6 MF 
HA-45666-6 (pack of 6) f 6 MIOR-# 6 MF 
HA-45688 (single) # 8 MIOR-# 8 MF 
HA-45688-6 (pack of 6) # 8 MIOR-# 8 MF 
HA-45690 (single) #10 MIOR - #10 MF 
HA-45690-6 (pack of 6) #10 MIOR - #10 MF 
HA-45692 (single) #12 MIOR - #12 MF 


(CONVERTS A MALE INSERT O-RING FITTING TO MALE FLARE) 


ADAPTORS: Metric / Imperial 


Ш 


Imperial to Metric 


Metric to Imperial 


HA-46516 No. 6 IMPERIALMF to 16mm METRIC MIOR HA-83960 No. 6 METRIC MIOR to No. 6 IMPERIAL MIOR 
HA-46520 No. 8 IMPERIALMF to 20mm METRIC MIOR HA-83970 No.10 METRIC MIOR to No.10 IMPERIAL MIOR 
HA-83956 No. 6 IMPERIAL MIOR to No. 6 METRIC MIOR 
HA-83963 No.10 IMPERIAL MIOR to No. 10 METRIC MIOR 


MALE O-RING to FEMALE O-RING 


HA-47267 #6 MOR -#7 FOR | HA-47276 # 7 MOR -# 6 FOR 


(CONVERTS #6 FEMALE O-RING 1 | 
DRIER ТО #7 FEMALE O-RING) | 


(CONVERTS #7 FEMALE O-RING 
DRIER TO #6 FEMALE O-RING) 


UNIONS & TEES: MALE INSERT O-RING 


mom EN 


MALE TO MALE - MIOR MALE TO MALE MIOR REDUCING MALE INSERT O-RING (MIOR) TEE 
HA-83905 No. 5MIOR - No. 5 MIOR HA-84106 No.6 MIOR - No. 8 MIOR HA-84226 No. 6 MIOR TEE UNION 
HA-83906 No. 6MIOR - No. 6 MIOR HA-84108 No.8 MIOR - No.10 MIOR НА-84230 No. 10 MIOR TEE UNION 
HA-83908 No. 8MIOR - No. 8 MIOR 


HA-83910 No. 10 MIOR - No. 10 МОК © 
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Hose Fittings: Adaptors and Unions 


PAD FITTING ADAPTORS 


Cooltemp Condenser Pad Fittings 


— | 
HA-47320 PAD BLANK-OFF HA-47366 PAD -#6MIOR HA-47368 PAD -#8MIOR 
(BLANKS OFF PAD FITTING) (ADAPTS PAD FITTING TO # 6 MIOR) (ADAPTS PAD FITTING TO # 8 MIOR) 


NOTE: Refer to compressor spares section (page 113) for compressor pad fittings . 


UNIONS: MALE AND FEMALE FLARE 


STRAIGHT MALE TO MALE STRAIGHT MALE TO MALE STRAIGHT FEMALE TO MALE 
REDUCING UNIONS REDUCING UNIONS 
HA-83500 Мо. 6- 3/8" MF - MF HA-83620 No. 6-3/8" MF to No. 4- 1/4" MF HA-83766 No. 6 -3/8" MF to No. 8- 1/2" FF 
HA-83525 No. 8- 1/2" MF- MF HA-83645 No. 8 - 1/2" MF to No. 6 - 3/8" MF HA-83850 No. 8 -1/2" MF to No.10 - 5/8" FF 
HA-83552 Мо. 10- 5/8" MF - MF HA-83670 No.10 -5/8" MF to No. 8 - 1/2" MF 


FEMALE FLARE TO MALE FLARE 
SWIVEL UNION (STEEL) 
SIRAT T MALE TO FEMALE HA-84760 No. 6 3/8" FF- Мо. 6 3/8" MF 
REDUCING UNIONS ; HA-84785 No. 8 1/2"FF-No. 8 1/2" MF 
HA-83788 No. 8- 1/2" MF to No. 6 - 3/8" FF HA-84820 No. 10 5/8" FF - No. 10 5/8" MF 
HA-83868 No. 10- 5/8" MF to No. 8 - 1/2" FF 


TEES AND SWIVEL UNIONS: O-RING 


FEMALE O-RING TO MIOR 
HA-84176 No. 6FOR - No. 6 MIOR 
HA-84178 No. 8FOR - No. 8 MIOR 
HA-84180 No. 10FOR - No. 10 MIOR 


FEMALE O-RING TO MIOR 


HA-84146 No. 6FOR - No. 6 MIOR 
HA-84148 No. 8FOR - No. 8 MIOR 
HA-84150 No. 10 FOR - No. 10 MIOR 


Sa uo" 


FEMALE O-RING TO MIOR STEP - UP FEMALE O-RING TO MIOR STEP-DOWN FEMALE O-RING TO MALE INSERT O-RING 


SWIVEL UNION (STEEL) 
НА-84368 Мо. 6FOR- No. 8 МОК HA-84486 Мо. 8FOR - No. 6 МОК HA-84866 No. 6FOR - No. 6 MIOR 
HA-84380 No. 8 FOR - No. 10 MIOR НА-84488 No. 10 FOR - No. 8 МОК HA-84888 No. 8FOR - No. 8 MIOR 
HA-84382 No. 10 FOR - No. 12 MIOR HA-84492 No. 12 FOR - No. 10 MIOR НА-84910 No. 10 FOR - No. 10 МОК 
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Hose Fittings: Clamps and Ferrules 


HOSE FITTING CLAMPS 


HOSE CLAMP WITH DISTANCE HOSE TIE-DOWN CLAMP HOSE TIE-DOWN CLAMP DUAL HOSE TIE-DOWN CLAMP 
PIECE FOR ALUMINIUM LINES FOR STANDARD HOSE FOR STANDARD HOSE 
HC-48208: # 6 -# 8 HOSE HC-48406 * 6 ALUM. LINE HC-48506 # 6 HOSE HC-48600 
HC-48210: #10- #12 HOSE HC-48408 # 8 ALUM. LINE HC-48508 # 8 HOSE 
HC-48410 #10 ALUM. LINE HC-48510 #10 & 12 HOSE 


HOSE FITTING FERRULES 


Ç PART No. SIZE PACK 
М NOTES: 
J HF-51060 No. 6 pack of 10 ATCO MINICRIMP FERRULES ARE 
HF-51080 No. 8 pack of 10 DESIGNED FOR USE WITH SAE J51B 
HF-51100 No. 10 pack of 10 REFRIGERANT HOSE AND STANDARD 
HF-51120 No. 12 pack of 10 BARB TYPE FITTINGS. 


ATCO MINICRIMP 
FERRULES 


Hose Fittings: Steel Barb 


STEEL BARB HOSE FITTINGS - RYCO 
Female Flare (FF) - Barb 


ШІ TIN 


HF-56046 No. 6-18 UNF STRAIGHT HF-56086 No. 6 -18 UNF 45 DEGREE HF-56076 No. 6-18 UNF 90 DEGREE 
HF-56048 No. 8-16 UNF STRAIGHT HF-56088 No. 8 - 16 UNF 45 DEGREE HF-56078 No. 8-16 UNF 90 DEGREE 
HF-56050 No. 10 - 14 UNF STRAIGHT HF-56090 No. 10 - 14 UNF 45 DEGREE HF-56080 Мо. 10 - 14 UNF 90 DEGREE 


Male O-Ring (MOR) - Barb — 


= Е [II 


HF-56106 Мо. 6-18 UNF STRAIGHT HF-56126 No. 6-18 UNF 90 DEGREE 


НЕ-56108 No. 8- 16 UNF STRAIGHT HF-56128 No. 8- 16UNF 90 DEGREE 
HF-56110 No. 10- 14 UNF STRAIGHT HF-56130 No. 10- 14 UNF 90 DEGREE 
Female O-Ring (FOR) - Barb LL 


HSS | ШІ 
HF-56146 No. 6-18 ОМҒ STRAIGHT HF-56176 No. 6-18 UNF 90 DEGREE 


HF-56148 No. 8-16 UNF STRAIGHT HF-56178 No. 8-16 UNF 90 DEGREE 
HF-56150 Мо. 10 - 14 UNF STRAIGHT HF-56180 Мо. 10 - 14 UNF 90 DEGREE © 
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Hose Fittings: Beadlock 


BEADLOCK WELD-ON FITTINGS 


STANDARD BEADLOCK (for standard hose) 


Aluminium Weld-on 


HF-56506 No. 6 HOSE to 
HF-56508 No. 8 HOSE to 
HF-56510 No.10 HOSE to 
HF-56512 No.12 HOSE to 
HF-56522 No.12 HOSE to 


Fittings 


No. 
No. 
No. 
No. 
No. 


6 PIPE 
8 PIPE 
10 PIPE 
10 PIPE 
12 PIPE 


Steel Weld-on 


HF-56546 
HF-56548 
HF-56550 
HF-56552 
HF-56562 


No. 6 HOSE 
No. 8 HOSE 
No. 10 HOSE 
No. 12 HOSE 
No. 12 HOSE 


ALUMINIUM BEADLOCK FITTINGS 


Captive O-Ring 


STANDARD BEADLOCK (for standard hose) 


Fittings 


to 
to 
to 
to 
to 


No. 
No. 
No. 
No. 
No. 


PIPE 
PIPE 
PIPE 
PIPE 
PIPE 


REDUCED BEADLOCK (for thin-wall hose) 


HF-57308 Мо. 8 (M22 METRIC) FEMALE STRAIGHT HF-57508-R No. 8 

HF-57310 Мо.10 (M24 METRIC) FEMALE STRAIGHT HF-57510-R No.10 

HF-57318 No. 8 (M22 METRIC) FEMALE 45 DEGREE HF-57518-R No. 8 

HF-57320  No.10 (M24 METRIC) FEMALE 45 DEGREE HF-57520-R Мо.10 

HF-57328 Мо. 8 (M22 METRIC) FEMALE 90 DEGREE HF-57528-R No. 8 

HF-57330 Мо.10 (M24 METRIC) FEMALE 90 DEGREE HF-57530-R No.10 
Female Flare (FF) 


m — | 


STRAIGHT STANDARD BEADLOCK 
(for standard hose) 


HF-59106 No. 6-18 UNF STRAIGHT 
HF-59108 No. 8- 16 UNF STRAIGHT 
HF-59110 No. 10- 14 UNF STRAIGHT 
HF-59112 No. 12- 14 UNF STRAIGHT 


459 STANDARD BEADLOCK 
(for standard hose) 


HF-59126 
HF-59128 
HF-59130 
HF-59132 


No. 
No. 


No 
No 


6- 18 UNF 45 DEGREE 
8- 16 UNF 45 DEGREE 
.10- 14 UNF 45 DEGREE 
.12- 14 UNF 45 DEGREE 


(M22 METRIC) 
(M24 METRIC) 


(M22 METRIC) 
(M24 METRIC 


FEMALE 
FEMALE 


FEMALE 
FEMALE 


) 
(M22 METRIC) FEMALE 
) 


(M24 METRIC 


FEMALE 


STRAIGHT 
STRAIGHT 


45 DEGREE 
45 DEGREE 


90 DEGREE 
90 DEGREE 


909 STANDARD BEADLOCK 
(for standard hose) 


HF-59136 No. 
HF-59138 No. 


HF-59140 No 
HF-59142 No 


6- 18 UNF 90 DEGREE 
8- 16 UNF 90 DEGREE 


.10- 14 UNF 90 DEGREE 
.12- 14 UNF 90 DEGREE 
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Hose Fittings: Beadlock 


ALUMINIUM BEADLOCK FITTINGS 


Female O-Ring (FOR) 


mj pb | im 


STRAIGHT STANDARD BEADLOCK 459 STANDARD BEADLOCK 909 STANDARD BEADLOCK 
(for standard hose) (for standard hose) (for standard hose) 


HF-59225 No. 5-18 UNF STRAIGHT HF-59246 No. 6-18 UNF 45 DEGREE HF-59265 No. 5-18 UNF 90 DEGREE 
HF-59226 Мо. 6-18 UNF STRAIGHT HF-59248 No. 8-16 UNF 45 DEGREE HF-59266 No. 6-18 UNF 90 DEGREE 
HF-59228 No. 8-16 UNF STRAIGHT HF-59250 No. 10-14 UNF 45 DEGREE HF-59268 No. 8-16 UNF 90 DEGREE 
HF-59230 Мо. 10- 14 UNF STRAIGHT HF-59252 Мо. 12- 14 UNF 45 DEGREE HF-59270 No. 10- 14 UNF 90 DEGREE 
HF-59232 Мо. 12 - 14UNF STRAIGHT HF-59272 No. 12- 14 UNF 90 DEGREE 


pod (i uj mj 


STRAIGHT REDUCED BEADLOCK 459 REDUCED BEADLOCK 909 REDUCED BEADLOCK 
(for thin-wall hose) (for thin-wall hose) (for thin-wall hose) 


HF-59236-R No. 6 - 18 UNF STRAIGHT HF-59256-R No. 6- 18 UNF 45 DEGREE НЕ-59276-К No. 6 - 18 UNF 90 DEGREE 
HF-59238-R No. 8 - 18 UNF STRAIGHT HF-59258-R No. 8- 16 UNF 45 DEGREE НЕ-59278-К No. 8 - 16 UNF 90 DEGREE 
HF-59240-R No.10 - 16 UNF STRAIGHT HF-59260-R Мо. 10- 14 UNF 45 DEGREE НЕ-59280-К No.10 - 14 UNF 90 DEGREE 
HF-59242-R No.12 - 14 UNF STRAIGHT HF-59262-R Мо. 12- 14 UNF 45 DEGREE НЕ-59282-К No.12 - 14 UNF 90 DEGREE 


Е 


1800 STANDARD BEADLOCK | 
(for standard hose) 


HF-59286 No. 6-18 UNF 180 DEGREE 
HF-59288 Мо. 8-16 UNF 180 DEGREE 
HF-59290 No. 10-14 UNF 180 DEGREE 
HF-59292 Мо. 12 - 14 UNF 180 DEGREE 


Male Flare (MF) 


[ Jj 
mim 2 E 


STRAIGHT STANDARD BEADLOCK 459 STANDARD BEADLOCK 909 STANDARD BEADLOCK 
(for standard hose) (for standard hose) (for standard hose) 


HF-59306 No. 6- 18UNF STRAIGHT HF-59326 No. 6- 18UNF 45 DEGREE HF-59346 No. 6-18 UNF 90 DEGREE 
HF-59308 No. 8- 16UNF STRAIGHT HF-59328 No. 8- 16UNF 45 DEGREE HF-59348 No. 8-16 UNF 90 DEGREE 
HF-59310 No. 10- 14 UNF STRAIGHT HF-59330 Мо. 10- 14 UNF 45 DEGREE HF-59350 No. 10-14 UNF 90 DEGREE 
HF-59312 Мо. 12 - 14UNF STRAIGHT HF-59332 Мо. 12 - 14 UNF 45 DEGREE HF-59352 No. 12-14 UNF 90 DEGREE 
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Hose Fittings: Beadlock 


ALUMINIUM BEADLOCK FITTINGS 


Male Insert O-ring (MIOR) 


MIT 


STRAIGHT STANDARD BEADLOCK 
(for standard hose) 


HF-59376 No. 6- 18UNF STRAIGHT 
HF-59378 No. 8- 16UNF STRAIGHT 
HF-59380 No. 10- 14 UNF STRAIGHT 
HF-59382 Мо. 12- 14UNF STRAIGHT 


Male O-ring (MOR) 


ur] р: 


STRAIGHT STANDARD BEADLOCK 
(for standard hose) 


HF-59466 No. 6- 18UNF STRAIGHT 
HF-59468 No. 8-16 UNF STRAIGHT 
HF-59470 Мо. 10- 14 UNF STRAIGHT 
HF-59472 Мо. 12- 14 UNF STRAIGHT 


STRAIGHT REDUCED BEADLOCK 
(for thin-wall hose) 


HF-59466-R No. 6-18 UNF STRAIGHT 
HF-59468-R No. 8- 16 UNF STRAIGHT 
HF-59470-R No. 10- 14 UNF STRAIGHT 
HF-59472-R No. 12- 14 UNF STRAIGHT 


ur] 


459 STANDARD BEADLOCK 
(for standard hose) 


HF-59386 No. 6- 18UNF 45 DEGREE 
HF-59388 Мо. 8-16 UNF 45 DEGREE 
HF-59390 Мо. 10- 14 UNF 45 DEGREE 
HF-59392 Мо. 12- 14 UNF 45 DEGREE 


459 STANDARD BEADLOCK 
(for standard hose) 


No. 6- 18 ОМҒ 45 DEGREE 
No. 8- 16 UNF 45 DEGREE 
No. 10- 14 UNF 45 DEGREE 
No. 12- 14 UNF 45 DEGREE 


[il 


HF-59476 
HF-59478 
HF-59480 
HF-59482 


ШІ 


E 
= 
909 STANDARD BEADLOCK 
(for standard hose) 


No. 6- 18 UNF 90 DEGREE 
No. 8- 16 UNF 90 DEGREE 
No. 10- 14 UNF 90 DEGREE 
No. 12- 14 UNF 90 DEGREE 


HF-59406 
HF-59408 
HF-59410 
HF-59412 


909 STANDARD BEADLOCK 
(for standard hose) 


HF-59486 No. 6-18 UNF 90 DEGREE 
HF-59488 No. 8-16 UNF 90 DEGREE 
HF-59490 No. 10-14 UNF 90 DEGREE 
HF-59492 No. 12 - 14 UNF 90 DEGREE 


900 REDUCED BEADLOCK 
(for thin-wall hose) 


HF-59496-R No. 6- 18 UNF 90 DEGREE 
HF-59498-R No. 8- 16 UNF 90 DEGREE 
HF-59500-R No.10- 14 UNF 90 DEGREE 
HF-59502-R No.12- 14 UNF 90 DEGREE 


ALUMINIUM BEADLOCK STARTER PACK 


E 


Ul 


= 


| 


SS PPS PSP SSES PPS E 


pcs 
pcs 
pcs 
pcs 
pcs 
pcs 
pcs 
pcs 
pcs 
pcs 
pcs 
pcs 
pcs 
pcs 
pcs 
pcs 
pcs 
pcs 


HF-59540-P 
Pack of 72 Popular Beadlock Fittings 
Contents: 

HF-59106 No. 6 FF - straight h 
HF-59108 No. 8 FF - straight HUN 
HF-59110 No. 10 FF - straight E 
HF-59126 No. 6 FF - 45 degree 
HF-59128 No. 8 FF - 45 degree 
HF-59130 No. 10 FF - 45 degree == 
HF-59136 No. 6 FF - 90 degree ШІ | 
HF-59138 No. 8 FF - 90 degree 
HF-59140 No.10 FF - 90 degree — 
HF-59226 No. 6 FOR - straight 
HF-59228 No. 8 FOR - straight 
HF-59230 No. 10 FOR - straight 
HF-59246 No. 6 FOR - 45 degree | 
HF-59248 No. 8 FOR - 45 degree ШІ 
НЕ-59250 Мо.10 FOR - 45 degree I 
HF-59266 No. 6 FOR - 90 degree 
HF-59268 No. 8 FOR - 90 degree 
HF-59270 No.10 FOR - 90 degree 


Total Package: 72 pieces 
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Hose Fittings: Beadlock 


ALUMINIUM BEADLOCK FITTINGS - METRIC 


Female O-ring (FOR) Metric 


i 


STRAIGHT STANDARD BEADLOCK 
(for standard hose) 

No. 6 M16 -1.5 STRAIGHT 
No. 8 M20 - 1.5 STRAIGHT 
HF-59551 No.10 M24 - 1.5 STRAIGHT 
HF-59552 No.12 M27 - 1.5 STRAIGHT 


NOTE: 


HF-59546 
HF-59549 


ШІ 


L 


459 STANDARD BEADLOCK 
(for standard hose) 


No. 6 M16-1.5 45 DEGREE 
No. 8 M20-1.5 45 DEGREE 
No. 10 M24 - 1.5 45 DEGREE 
No. 12 M27 - 1.5 45 DEGREE 


HF-59556 
HF-59559 
HF-59561 
HF-59562 


Ш 


= 


909 STANDARD BEADLOCK 
(for standard hose) 


No. 6 M16 - 1.5 90 DEGREE 
No. 8 M20- 1.5 90 DEGREE 
No.10 M24 - 1.5 90 DEGREE 
No.12 M27 - 1.5 90 DEGREE 


HF-59566 
HF-59569 
HF-59571 
HF-59572 


The fittings listed above are the most common metric fittings; others are available on request. 


STEEL BEADLOCK HOSE FITTINGS 


Female Flare (FF) 


шу 01] 


STRAIGHT STANDARD BEADLOCK 
(for standard hose) 


HF-59606 No. 6-18 UNF STRAIGHT 


HF-59608 No. 8-16 UNF STRAIGHT 
HF-59610 No. 10 - 14 UNF STRAIGHT 


= 
3 


Female O-Ring (FOR) 


SS 


STRAIGHT STANDARD BEADLOCK 
(for standard hose) 


No. 6-18 UNF STRAIGHT 
No. 8-16 UNF STRAIGHT 
No. 10- 14 UNF STRAIGHT 
No. 12- 14 UNF STRAIGHT 


ШІ 


HF-59726 
HF-59728 
HF-59730 
HF-59732 


STRAIGHT REDUCED BEADLOCK 
(for thin-wall hose) 


HF-59736-R No. 6 - 18 UNF STRAIGHT 
HF-59738-R No. 8 - 16 UNF STRAIGHT 
HF-59740-R No.10 - 14 UNF STRAIGHT 
НЕ-59742-К No.12 - 14 UNF STRAIGHT 


Male Insert O-Ring (MIOR) 


Se 


ІШІ 


459 STANDARD BEADLOCK 
(for standard hose) 


HF-59626 No. 6-18 UNF 45 DEGREE 
HF-59628 No. 8-16 UNF 45 DEGREE 
HF-59630 No.10- 14 UNF 45 DEGREE 


ШІ 


459 STANDARD BEADLOCK 
(for standard hose) 


No. 6-18 UNF 45 DEGREE 
No. 8- 16 ОМҒ 45 DEGREE 
No. 10- 14 UNF 45 DEGREE 
No. 12- 14 UNF 45 DEGREE 


HF-59746 
HF-59748 
HF-59750 
HF-59752 


459 REDUCED BEADLOCK 
(for thin-wall hose) 


HF-59746-R No. 6- 18 UNF 45 DEGREE 
HF-59748-R No. 8- 16 UNF 45 DEGREE 
HF-59750-R No 10- 14 UNF 45 DEGREE 
HF-59752-R No 12- 14 UNF 45 DEGREE 


aur] 


909 STANDARD BEADLOCK 
(for standard hose) 


HF-59636 No. 6-18 UNF 90 DEGREE 
HF-59638 No. 8- 16 UNF 90 DEGREE 
HF-59640 No. 10- 14 UNF 90 DEGREE 
HF-59642 No. 12- 14 UNF 90 DEGREE 


Jr] N 
= 


909 STANDARD BEADLOCK 
(for standard hose) 


No. 6-18 UNF 90 DEGREE 
No. 8- 16 UNF 90 DEGREE 
No. 10- 14 UNF 90 DEGREE 
No. 12- 14 UNF 90 DEGREE 


HF-59756 
HF-59758 
HF-59760 
HF-59762 


909 REDUCED BEADLOCK 
(for thin-wall hose) 


HF-59786-R No. 6 - 18 UNF 90 DEGREE 
HF-59788-R No. 8 - 16 UNF 90 DEGREE 
HF-59790-R No.10 - 14 UNF 90 DEGREE 
HF-59792-R No.12 - 14 UNF 90 DEGREE 


900 STANDARD BEADLOCK, SHORT DROP 
(for standard hose) 


НЕ-59836-5 No. 6 - 18 UNF 90 DEGREE SHORT DROP 


HF-59838-S No. 8 - 16 UNF 90 DEGREE SHORT DROP 
НЕ-59840-5 No.10 - 14 UNF 90 DEGREE SHORT DROP 


STRAIGHT STANDARD BEADLOCK 
(for standard hose) 


ШІ 


HF-59906 Мо. 6-18 UNF STRAIGHT 
HF-59908 No. 8-16 UNF STRAIGHT 
HF-59910 Мо. 10 - 14 UNF STRAIGHT 
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Hose Fittings: Beadlock 


STEEL BEADLOCK FITTINGS 


Male O-ring (MOR) 


am — iJ 


STRAIGHT STANDARD BEADLOCK 
(for standard hose) 


HF-59966 No. 6-18 UNF STRAIGHT 
HF-59968 No. 8-16 UNF STRAIGHT 
HF-59970 No. 10- 14 UNF STRAIGHT 
HF-59972 Мо. 12- 14 UNF STRAIGHT 


STRAIGHT REDUCED BEADLOCK 
(for thin-wall hose) 


HF-59966-R No. 6- 18UNF STRAIGHT 
HF-59968-R No. 8- 16 UNF STRAIGHT 
HF-59970-R No.10- 14 UNF STRAIGHT 


ar] 


459 STANDARD BEADLOCK 
(for standard hose) 


HF-59976 No. 6- 18UNF 45 DEGREE 
HF-59978 No. 8-16 UNF 45 DEGREE 
HF-59980 No. 10- 14 UNF 45 DEGREE 
HF-59982 No. 12- 14 UNF 45 DEGREE 


909 STANDARD BEADLOCK 
(for standard hose) 


HF-59986 No. 6- 18UNF 90 DEGREE 
HF-59988 No. 8- 16 UNF 90 DEGREE 
HF-59990 Мо. 10- 14 UNF 90 DEGREE 
HF-59992 No. 12- 14 UNF 90 DEGREE 


909 REDUCED BEADLOCK 
(for thin-wall hose) 


HF-59986-R No. 6- 18 UNF 90 DEGREE 
HF-59988-R No. 8- 16 UNF 90 DEGREE 
HF-59990-R No.10- 14 UNF 90 DEGREE 


Beadlock Hose Fittings with Access 


ALUMINIUM BEADLOCK WITH R12 ACCESS 


Female Flare (FF) 


ШІ 


STRAIGHT STANDARD BEADLOCK 
(for standard hose) 


HF-60106 No. 6-18 UNF STRAIGHT 
HF-60110 Мо. 10- 14 UNF STRAIGHT 


Female O-Ring (FOR) 


m 


STRAIGHT STANDARD BEADLOCK 
(for standard hose) 

HF-60166 No. 6- 48 UNF STRAIGHT 

HF-60168 No. 8-16 UNF STRAIGHT 

HF-60170 No. 10- 14 UNF STRAIGHT 


459 STANDARD BEADLOCK 
(for standard hose) 
HF-60176 No. 6-18 UNF 45 DEGREE 
HF-60178 No. 8- 16 UNF 45 DEGREE 
HF-60180 No. 10- 14 UNF 45 DEGREE 


ІШІ 


900 STANDARD BEADLOCK 
(for standard hose) 
HF-60116 No. 6-18 UNF 90 DEGREE 


HF-60118 No. 8- 16 UNF 90 DEGREE 
HF-60120 Мо. 10- 14 UNF 90 DEGREE 


909 STANDARD BEADLOCK 
(for standard hose) 


HF-60196 No. 6- 18UNF 90 DEGREE 
HF-60198 No. 8- 16 UNF 90 DEGREE 
HF-60200 No. 10- 14 UNF 90 DEGREE 
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Beadlock Hose Fittings with Access 


ALUMINIUM BEADLOCK with R134a ACCESS 


Female Flare (FF) 


STRAIGHT STANDARD BEADLOCK — 9029 STANDARD BEADLOCK 
(for standard hose) (for standard hose) 


HF-60206 No. 6-18 UNF HF-60246 No. 6-18 UNF 
HF-60208 No. 8-16 UNF HF-60248 No. 8-16 UNF 
HF-60210 No. 10- 14 UNF HF-60250 No. 10- 14 UNF 


eo KON ТІ m 
ma === 
ІШІ 
| 
STRAIGHT STANDARD BEADLOCK 459 STANDARD BEADLOCK 909 STANDARD BEADLOCK 
(for standard hose) (for standard hose) (for standard hose) 
HF-60306 No. 6 - 18 UNF HF-60326 No. 6 - 18 UNF HF-60346 No. 6 - 18 UNF 
HF-60308 No. 8 - 16 UNF HF-60328 No. 8 - 16 UNF HF-60348 No. 8 - 16 UNF 
HF-60310 No. 10 - 14 UNF HF-60330 No. 10 - 14 UNF HF-60350 No. 10 - 14 UNF 
HF-60312 No. 12 - 14 UNF HF-60352 No. 12 - 14 UNF 
STRAIGHT REDUCED BEADLOCK 909 REDUCED BEADLOCK 
(for thin-wall hose) (for thin-wall hose) 
HF-60316-R No. 6 - 18UNF HF-60376-R No. 6 - 18UNF 
HF-60318-R No. 8 - 16 UNF HF-60378-R No. 8 - 16UNF 
HF-60320-R No. 10 - 14 UNF HF-60380-R No. 10 - 14 UNF 


ALUMINIUM BEADLOCK STEP-UP: R134a ACCESS 


Female O-Ring (FOR) mm 
Ш 
STRAIGHT STANDARD BEADLOCK STRAIGHT REDUCED BEADLOCK 
(for standard hose) (for thin-wall hose) 
HF-60410 No. 10 - No.12 hose HF-60410-R Мо. 10 - No.12 hose 


STEEL BEADLOCK WITH R134a ACCESS 


Female Flare (FF) 


STRAIGHT STANDARD BEADLOCK 
(for standard hose) 


HF-60508 No. 8-16 UNF STRAIGHT FEMALE FLARE 
HF-60510 No. 10- 14 UNF STRAIGHT FEMALE FLARE 


HF-60506 No. 6- 18UNF STRAIGHT FEMALE FLARE 
H HF-60512 Мо. 12- 14 UNF STRAIGHT FEMALE FLARE 
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Beadlock Hose Fittings with Access 


STEEL BEADLOCK WITH R134a ACCESS 


Female O-Ring (FOR) 


[ 


STRAIGHT STANDARD BEADLOCK 
(for standard hose) 


HF-60586 Мо. 6-18 UNF STRAIGHT 
HF-60588 Мо. 8-16 UNF STRAIGHT 
HF-60590 No. 10-14 UNF STRAIGHT 
HF-60592 No. 12- 14 UNF STRAIGHT 


STRAIGHT REDUCED BEADLOCK 
(for thin-wall hose) 
HF-60596-R No. 6-18 UNF STRAIGHT 
HF-60598-R No. 8-16 UNF STRAIGHT 
HF-60600-R No. 10- 14 UNF STRAIGHT 


STEEL BEADLOCK STEP UP: R134a ACCESS 


Female O-Ring (FOR) 


HF-60678 
HF-60680 


459 STANDARD BEADLOCK 

(for standard hose) 
No. 6- 18 UNF 45 DEGREE 
No. 8- 16 UNF 45 DEGREE 
No. 10- 14 UNF 45 DEGREE 


HF-60606 
HF-60608 
HF-60610 


909 STANDARD BEADLOCK 
(for standard hose) 


No. 8 - No.10 hose 
No.10 - No.12 hose 


STEP - UP 
STEP - UP 


909 STANDARD BEADLOCK 
(for standard hose) 


HF-60616 Мо. 6-18 UNF 90 DEGREE 
HF-60618 Мо. 8- 16 UNF 90 DEGREE 
HF-60620 No. 10- 14 UNF 90 DEGREE 
HF-60622 No. 12- 14 UNF 90 DEGREE 


909 REDUCED BEADLOCK 
(for thin-wall hose) 


HF-60646-R No. 6- 18 UNF 90 DEGREE 
HF-60648-R No. 8- 16 UNF 90 DEGREE 
HF-60650-R No. 10- 14 UNF 90 DEGREE 


ALUMINIUM BEADLOCK FITTINGS: STEP - UP 


Female Flare (FF) 


am 8 


STRAIGHT STANDARD BEADLOCK 
(for standard hose) 


HF-60770 Мо. 10 to No.12 hose 


Female O-Ring (FOR) 


ШІ |) 


STRAIGHT STANDARD BEADLOCK 
(for standard hose) 


HF-60806 No. 6 to No. 8 hose 
HF-60808 No. 8 to No.10 hose 
HF-60810 Мо.10 to No.12 hose 


459 STANDARD BEADLOCK 
(for standard hose) 


HF-60780 Мо.10 to No.12 hose 


Ill 


459 STANDARD BEADLOCK 
(for standard hose) 


HF-60846 No. 6 to No. 8 hose 


HF-60848 No. 8 to No.10 hose 
HF-60850 No.10 to No.12 hose 


aur] 


909 STANDARD BEADLOCK 
(for standard hose) 


HF-60786 No. 6 to No. 8 hose 


HF-60788 No. 8 to No.10 hose 
HF-60790 No.10 to No.12 hose 


ІШІ 


909 STANDARD BEADLOCK 
(for standard hose) 


НЕ-60886 Мо. 6 to No. 8 hose 
HF-60888 Мо. 8 to No.10 hose 
HF-60890 Мо.10 to No.12 hose © 
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Beadlock Hose Fittings with Access 


ALUMINIUM BEADLOCK: STEP - DOWN 


Female O-Ring (FOR) 


Jur] 


STRAIGHT STANDARD BEADLOCK 
(for standard hose) 


No. 8 to No. 6 hose 
No. 12 to No.10 hose 


[ HIHI 


900 STANDARD BEADLOCK 
(for standard hose) 


HF-61068 No. 8 to No. 6 hose 
HF-61070 No. 12 to No.10 hose 


HF-60958 
HF-60960 


Hose Fittings: Barb - Aluminium 


ALUMINIUM BARB HOSE FITTINGS 


ШІ 


ШІ 


HF-61156 Мо. 6-18UNF STRAIGHT НЕ-61186 Мо. 6- 18UNF 45 DEGREE HF-61226 Мо. 6-18 UNF 90 DEGREE 

HF-61158 Мо. 8- 16UNF STRAIGHT НЕ-61188 Мо. 8-16 ОМЕ 45 DEGREE HF-61228 Мо. 8-16 ОМЕ 90 DEGREE 

HF-61160 Мо. 10- 14 0МЕ STRAIGHT НЕ-61190 Мо. 10- 14 ОМЕ 45 DEGREE НЕ-61230 No. 10-14 UNF 90 DEGREE 

НЕ-61162 Мо. 12- 14 0МЕ STRAIGHT НЕ-61192 No.12-14UNF 45 DEGREE НЕ-61232 No. 12-14 UNF 90 DEGREE 
Male Flare (MF) 


ШІ 


ШІ 


ШІ 


HF-61346 No. 6- 18 UNF STRAIGHT HF-61366 No. 6-18 UNF 45 DEGREE HF-61386 No. 6-18 UNF 90 DEGREE 
HF-61348 No. 8-16 UNF STRAIGHT HF-61368 No. 8-16 UNF 45 DEGREE HF-61388 No. 8-16 UNF 90 DEGREE 
HF-61350 No. 10- 14 UNF STRAIGHT HF-61370 No. 10- 14 UNF 45 DEGREE HF-61390 No. 10- 14 UNF 90 DEGREE 
HF-61352 No. 12- 14 UNF STRAIGHT HF-61372 Мо. 12 - 14 UNF 45 DEGREE HF-61392 Мо. 12- 14 UNF 90 DEGREE 


Female O-Ring (FOR) 


ШІ! 


ДІ 


ДІ 


HF-63505 Мо. 5-18 UNF STRAIGHT HF-63545 No. 5-18 UNF 45 DEGREE HF-63585 No. 5 - 18 UNF 90 DEGREE 
HF-63506 No. 6-18 UNF STRAIGHT HF-63546 No. 6-18 UNF 45 DEGREE HF-63586 No. 6 - 18 UNF 90 DEGREE 
HF-63508 No. 8-16 UNF STRAIGHT HF-63548 No. 8-16 UNF 45 DEGREE HF-63588 No. 8 - 16 UNF 90 DEGREE 
HF-63510 Мо. 10- 14 UNF STRAIGHT HF-63550 Мо. 10 - 14 UNF 45 DEGREE HF-63590 Мо. 10 - 14 UNF 90 DEGREE 
HF-63512 No. 12- 14 UNF STRAIGHT HF-63552 Мо. 12 - 14 UNF 45 DEGREE HF-63592 No. 12 - 14 UNF 90 DEGREE 


ШІ 


90 degree FOR Short - Drop Fittings 


HF-63958-S No. 8- 16 UNF 90 DEGREE 
HF-63600-S No. 10- 14 UNF 90 DEGREE 


HF-63606 


No. 6- 18UNF 180 DEGREE 


HF-63608 No. 8- 16UNF 180 DEGREE 


ШІ 
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Hose Fittings: Barb - Aluminium 


Highgate Automotive Air Conditioning Catalogue 


ALUMINIUM BARB HOSE FITTINGS 

Female O-Ring (FOR) Metric 
S € 

Ls L 0 Ш 


HF-63856 Мо. 6- 16mmx 1.5 STR. HF-63866 Мо. 6-16mmx1.5 45 DEG. HF-63886 No. 6- 16mmx 1.5 90 DEG. 
HF-63858 No. 8-20mmx1.5 STR. HF-63868 No. 8-20mmx1.5 45 DEG. НЕ-63888 No. 8- 20тт х 1.5 90 DEG. 


O-Ring (MOR) 


P 


ШІ 


HF-64106 No. 6- 18 UNF STRAIGHT HF-64156 No. 6-18 UNF 45 DEGREE HF-64206 No. 6-18 UNF 90 DEGREE 
HF-64108 No. 8- 16 UNF STRAIGHT HF-64158 No. 8-16 UNF 45 DEGREE HF-64208 No. 8- 16 UNF 90 DEGREE 
HF-64110 No. 10- 14 UNF STRAIGHT HF-64160 No. 10- 14 UNF 45 DEGREE HF-64210 No. 10- 14 UNF 90 DEGREE 
HF-64112 No. 12- 14 UNF STRAIGHT HF-64162 No. 12- 14 UNF 45 DEGREE HF-64212 No. 12- 14 UNF 90 DEGREE 


Male Insert O-Ring (MIOR) 


2 
Ш А IN 


HF-64806 No. 6-18 UNF STRAIGHT HF-64846 No. 6-18 UNF 45 DEGREE HF-64876 No. 6-18 UNF 90 DEGREE 
HF-64808 No. 8-16 UNF STRAIGHT HF-64848 No. 8-16 UNF 45 DEGREE HF-64878 No. 8- 16 UNF 90 DEGREE 
HF-64810 No. 10- 14 UNF STRAIGHT HF-64850 No. 10- 14 UNF 45 DEGREE HF-64880 No. 10- 14 UNF 90 DEGREE 
HF-64812 No. 12- 14 UNF STRAIGHT HF-64852 Мо. 12 - 14 UNF 45 DEGREE HF-64882 No. 12- 14 UNF 90 DEGREE 


ALUMINIUM BARB: FAST MOVING PACK 


HF-64940-P 
Pack of 72 Popular Barb Fittings 


Contents: 


pcs HF-61156 No. 6 FF - straight 
pcs HF-61158 No. 8 FF - straight 
pcs HF-61160 No.10 FF  - straight 
pcs HF-61186 No. 6 FF - 45 degree 
pcs HF-61188 No. 8 FF - 45 degree 
pcs HF-61190 No.10 FF  - 45 degree 
pcs HF-61226 No. 6 FF - 90 degree 
pcs HF-61228 No. 8 FF - 90 degree 
pcs HF-61230 No.10 FF - 90 degree 
pcs HF-63506 No. 6 FOR - straight 
pcs HF-63508 No. 8 FOR - straight 
pcs HF-63510 No. 10 FOR - straight 
pcs HF-63546 No. 6 FOR - 45 degree 
HF-63548 No. 8 FOR - 45 degree 
HF-63550 No. 10 FOR - 45 degree 
pcs HF-63586 No. 6 FOR - 90 degree 
HF-63588 No. 8 FOR - 90 degree 
pcs HF-63590 No. 10 FOR - 90 degree 


о о 
оо 
о o 


ке) 
CH 
o 


------...-..-...... 


e 
et 
Ë 


: 72 pieces 
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Hose Fittings: Barb - Aluminium 


ALUMINIUM BARB WITH R-12 ACCESS 


Female Flare (FF) 


Jš) ma ШІ 


Ш 


HF-65156 No. 6-18 UNF STRAIGHT HF-65226 No. 6-18 UNF 90 DEGREE 

HF-65158 No. 8-16 UNF STRAIGHT HF-65228 No. 8-16 UNF 90 DEGREE 

HF-65160 No. 10-14 UNF STRAIGHT HF-65230 Мо. 10 - 14 ОМА 90 DEGREE 
ACCESS PORT IS STANDARD 1/4" MF (R-12) ACCESS PORT IS STANDARD 1/4" MF (R-12) 


Female O-Ring (FOR) 


On 


Ш 


ЕШ 
HF-65506 No. 6-18 UNF STRAIGHT HF-65586 No. 6-18 UNF 90 DEGREE 
HF-65508 No. 8-16 UNF STRAIGHT HF-65588 No. 8-16 UNF 90 DEGREE 
HF-65510 Мо. 10 - 14 ОМА STRAIGHT HF-65590 Мо. 10 - 14 UNF 90 DEGREE 
ACCESS PORT IS STANDARD 1/4" MF (R-12) ACCESS PORT IS STANDARD 1/4" MF (R-12) 


ALUMINIUM BARB WITH R134a ACCESS 


Female O-Ring (FOR) 
аша mima 


mia 
ana ШШ 


шет (y и T 


HF-65706 No. 6-18 UNF STRAIGHT HF-65716 No. 6-18 UNF 45 DEGREE HF-65726 No. 6-18 UNF 90 DEGREE 
HF-65708 No. 8-16 UNF STRAIGHT HF-65718 No. 8-16 UNF 45 DEGREE HF-65728 No. 8-16 UNF 90 DEGREE 
HF-65710 No. 10- 14 UNF STRAIGHT HF-65720 Мо. 10 - 14 UNF 45 DEGREE HF-65730 No.10- 14 UNF 90 DEGREE 
HF-65712 No. 12 - 14 UNF STRAIGHT HF-65732 Мо. 12-14 UNF 90 DEGREE 


(ACCESS PORT IS R134a DISCHARGE ON No. 6 AND No. 8; R134a SUCTION ON No. 10 AND No. 12) 


ALUMINIUM BARB: STEP - UP FITTINGS 


Female Flare (FF) 


р-а 


| ШІ | ШІ 


ШІ 


STRAIGHT 45 DEGREE 90 DEGREE 
HF-66108 No. 6 FF - No. 8 BARB HF-66148 No. 6 FF - No. 8 BARB HF-66178 No. 6 FF - No. 8 BARB 
HF-66110 No. 8 FF - No.10 BARB HF-66150 No. 8 FF - No.10 BARB HF-66180 Мо. 8 FF - No.10 BARB 
НЕ-66112 No.10 FF - No. 12 BARB HF-66152 No.10 FF - No. 12 BARB HF-66182 No.10 FF - No. 12 BARB 


© 
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Hose Fittings: Barb - Aluminium 


ALUMINIUM BARB: STEP-UP FITTINGS 


Female O-Ring (FOR) 


| ШІ 


STRAIGHT 
HF-66408 No. 6 FOR - No. 8 BARB 
HF-66410 Мо. 8 FOR - No. 10 BARB 
HF-66412 No.10 FOR - No. 12 BARB 


Male O-Ring (MOR) 


STRAIGHT 
HF-66608 No. 6 MOR- No. 8 BARB 
HF-66610 No. 8 MOR- Мо. 10 BARB 
HF-66612 No.10 MOR- No. 12 BARB 


Male Insert O-Ring (MIOR) Р 


STRAIGHT 
HF-66808 No. 6 MIOR- No. 8 BARB 
HF-66810 No. 8 MIOR- No. 10 BARB 
HF-66812 No.10 MIOR- No. 12 BARB 


Y 


| H 


45 DEGREE 
HF-66648 No. 6 MOR- No. 8 BARB 
HF-66650 No. 8 MOR- No. 10 BARB 


VR 


І-ШІ 


45 DEGREE 


HF-66848 No. 6 MIOR -No. 8 BARB 
HF-66850 No. 8 MIOR -No.10 BARB 
HF-66852 No.10 MIOR -No.12 BARB 


x J ШІ 


90 DEGREE 
НЕ-66478 Мо. 6 ҒОК- Мо. 8 ВАКВ 
HF-66480 Мо. 8 ҒОК- Мо. 10 BARB 
HF-66482 Мо.10 FOR - Мо. 12 BARB 


90 DEGREE 
HF-66678 Мо. 6 MOR- No. 8 BARB 


HF-66680 No. 8 MOR- No.10 BARB 
HF-66682 No.10 MOR- No. 12 BARB 


L ` 


90 DEGREE 
HF-66878 No. 6 MIOR- No. 8 BARB 
HF-66880 No. 8 MIOR- No.10 BARB 


ALUMINIUM BARB: STEP - DOWN FITTINGS 


Female Flare (FF) 


STRAIGHT 
HF-67106 No. 8 FF - No. 6 BARB 
HF-67108 No.10 FF - No. 8 BARB 


Female O-Ring (FOR) 


STRAIGHT 


HF-67406 No. 8 FOR No. 6 BARB 
НЕ-67408 No.10 FOR No. 8 BARB 
HF-67410 No.12 FOR No 10 BARB 


© ШІ 


HF-67146 No. 8 FF - No. 6 BARB 
HF-67148 No.10 FF - Мо. 8 BARB 


90 DEGREE 
HF-67176 No. 8 FF - No. 6 BARB 
HF-67178 No.10 FF - No. 8 BARB 


J ШІ 


90 DEGREE 


HF-67476 No. 8 FOR - No. 6 BARB 
HF-67478 No.10 FOR - No. 8 BARB 
HF-67480 No.12 FOR - No.10 BARB 


© 
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Hose Fittings: Bulkhead 


ALUMINIUM BULKHEAD FITTINGS 


Male Flare (MF) to Barb = 


HF-70506 No. 6- 18UNF 90 DEG. 
HF-70508 No. 8- 16UNF 90 ЕС. 
HF-70510 No.10- 14UNF 90 DEG. 


Male Insert O-Ring to Standard Beadlock | = 
(MIOR - BL) | 
M = 
fu II 
STRAIGHT STANDARD BEADLOCK 909 STANDARD BEADLOCK 
(for standard hose) (for standard hose) 
HF-71626 No. 6-18 UNF STRAIGHT HF-71666 No. 6- 18UNF 90 DEG. 
HF-71628 No. 8-16 UNF STRAIGHT HF-71668 No. 8-16 UNF 90 DEG. 
HF-71630 No. 10 - 14 UNF STRAIGHT HF-71670 No.10-14UNF 90 DEG. 


STEEL BULKHEAD FITTINGS 


Male Insert O-Ring (MIOR-MIOR) 


HF-71766 No. 6- 18UNF STRAIGHT 
HF-71768 No. 8- 16UNF STRAIGHT 
HF-71770 No.10- 14 UNF STRAIGHT 
HF-71772 No.12- 14UNF STRAIGHT 


Hose Fittings: Quick - Disconnect 
QUICK - DISCONNECT FITTINGS 


Beadlock to Female Quick-Disconnect 


STRAIGHT STANDARD BEADLOCK 
(for standard hose) 


HF-71926 No. 6 BEADLOCK TO FEMALE QUICK-DISCONNECT 
HF-71930 No. 10 BEADLOCK TO FEMALE QUICK-DISCONNECT 


MIOR Bulkhead Quick-Disconnect 


HF-71966 No. 6 MIOR BULKHEAD QUICK-DISCONNECT 
HF-71970 No. 10 MIOR BULKHEAD QUICK-DISCONNECT 


| H 
HL 
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Hose Fittings: Springlock 


ALUMINIUM SPRINGLOCK FITTINGS 


Female Springlock (FS) 


STRAIGHT STANDARD BEADLOCK 459 STANDARD BEADLOCK 909 STANDARD BEADLOCK 
(for standard hose) (for standard hose) (for standard hose) 


HF-72046 No. 6 SL - No. 6 B/LOCK HF-72056 No. 6 SL - No. 6 B/LOCK HF-72066 No. 6 SL - No. 6 B/LOCK 
HF-72048 No. 8 SL - No. 8 B/LOCK HF-72058 No. 8 SL - No. 8 B/LOCK HF-72068 No. 8 SL - No. 8 B/LOCK 
HF-72050 No.10 SL - No. 10 B/LOCK HF-72060 No.10 SL - No. 10. B/LOCK HF-72070 No.10 SL - No. 10. B/LOCK 
HF-72052 No 12 SL - No. 12 B/LOCK HF-72062 No 12 SL - No. 12 B/LOCK HF-72072 No 12 SL - No. 12 B/LOCK 


Male Springlock (MS) = 
[num = — 


STRAIGHT STANDARD BEADLOCK 459 STANDARD BEADLOCK 909 STANDARD BEADLOCK 
(for standard hose) (for standard hose) (for standard hose) 


HF-72136 No. 6 SL - No. 6 B/LOCK HF-72146 No. 6 SL - No. 6 B/LOCK HF-72156 No. 6 SL - No. 6 ВЛОСК 
HF-72138 No. 8 SL - No. 8 B/LOCK HF-72148 No. 8 SL - No. 8 B/LOCK HF-72158 No. 8 SL - No. 8 B/LOCK 
HF-72140 No.10 SL - No. 10 B/LOCK HF-72150 No.10 SL - No. 10 B/LOCK HF-72160 No.10 SL - No. 10. B/LOCK 
HF-72142 No 12 SL - No. 12 B/LOCK HF-72152 No 12 SL - No. 12 B/LOCK HF-72162 No 12 SL - No. 12 B/LOCK 


Hose Fittings: Springlock Repair 
SPRINGLOCK FITTING REPAIR KITS 


Springlock Repair Kit 


HELPS PREVENT LEAKS IN SPRINGLOCK FITTINGS. 
SUPPLIED COMPLETE WITH REPLACEMENT O-RINGS 
AND GARTER SPRING. 


HF-72206 No. 6 
HF-72208 No. 8 
HF-72210 No. 10 
HF-72212 No. 12 


NOTE 
THIS SINGLE PIECE REPAIR KIT REPLACES THE EARLIER 
SINGLE PIECE TYPE. METAL FOUR-PIECE TYPE. 
COMPLETE WITH BOLT, TWO O-RINGS THE NEW NYLON SINGLE PIECE TYPE IS EASIER TO USE. 


AND GARTER SPRING. 
© 
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Hose Fittings: Springlock 


SPRINGLOCK FITTINGS: STEP - DOWN FF 


Female SL Step - Down 


ГІШІ |] Cum SÉ 


STRAIGHT FEMALE STEP-DOWN 45 DEGREE FEMALE STEP-DOWN 90 DEGREE FEMALE STEP-DOWN 
STRAIGHT STANDARD BEADLOCK 459 STANDARD BEADLOCK 909 STANDARD BEADLOCK 
(for standard hose) (for standard hose) (for standard hose) 


HF-72506 No. 8 SL - No. 6 B/LOCK HF-72516 No. 8 SL - No. 6 B/LOCK HF-72526 No. 8 SL - No. 6 B/LOCK 


Male SL Step - Down 


md Cum № [HU e 


STRAIGHT MALE STEP-DOWN 45 DEGREE MALE STEP-DOWN 90 DEGREE MALE STEP-DOWN 
STRAIGHT STANDARD BEADLOCK 459 STANDARD BEADLOCK 909 STANDARD BEADLOCK 
(for standard hose) (for standard hose) (for standard hose) 


HF-72566 No. 8 SL - No. 6 B/LOCK HF-72576 No. 8 SL - No. 6 B/LOCK HF-72586 No. 8 SL - No. 6 B/LOCK 


SPRINGLOCK FITTINGS: STEP - UP == 


Female SL Step - Up 2 = 
b^ J 
Ш | фа II —/ 


STRAIGHT FEMALE STEP-UP 45 DEGREE FEMALE STEP-UP 90 DEGREE FEMALE STEP-UP 
STRAIGHT STANDARD BEADLOCK 459 STANDARD BEADLOCK 909 STANDARD BEADLOCK 
(for standard hose) (for standard hose) (for standard hose) 


HF-72612 No. 10SL - No. 12 B/LOCK HF-72622 No. 10SL - No. 12 BLOCK HF-72632 Мо. 10SL - No. 12 B/LOCK 


Male SL Step - Up 


mL» d "a 


STRAIGHT MALE STEP-UP 45 DEGREE MALE STEP-UP 90 DEGREE MALE STEP-UP 
STRAIGHT STANDARD BEADLOCK 459 STANDARD BEADLOCK 909 STANDARD BEADLOCK 
(for standard hose) (for standard hose) (for standard hose) 


HF-72770 No.10 SL - No.12 B/LOCK HF-72780 No. 1051 - No.12 BLOCK HF-72790 No. 10SL - No. 12 B/LOCK 


Hose Fittings: Nuts - Female 


REPLACEMENT NUTS: FEMALE FITTINGS 


Std. Female Flare 
Replacement Nut 


Std. Female O-ring 
Replacement Nut 


HFN-73156 No. 6- 18UNF F-FLARE HFN-73506 No. 6- 18UNF FOR 
HFN-73158 No. 8- 16 UNF F-FLARE HFN-73508 No. 8- 16 UNF FOR 
HFN-73160 No. 10- 14 UNF F-FLARE HFN-73510 No. 10- 14 UNF FOR © 
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Hose Fittings: Nuts - Male 


REPLACEMENT NUTS: MALE FITTINGS 


Std. Male Weld-on ІШІ? Weld-on ; 
Insert O-ring | Captive O-Ring Fitting || | Male Insert O-Ring ( 2. 
| Replacement Nut J Replacement Nut | Replacement Nut p š 
HFN-73706 No. 6 HFN-73786 M16x1.5 8.20 mm pipe HFN-73805 No. 5 HFN-73906 No. 6 
HFN-73708 No. 8 HFN-73788 M22 x 1.5 12.95 mm pipe HFN-73806 No. 6 HFN-73908 No. 8 
HFN-73710 No. 10 HFN-73790 M24 x 1.5 16.00 mm pipe HFN-73808 No. 8 HFN-73910 No. 10 


HFN-73810 No. 10 


Hose Fittings: Grommets 


UNIVERSAL HOSE GROMMET 


HG-41137 
UNIVERSAL GROMMET 
SUITS: No. 6, 8 & 10 Refrigerant Hose 
DIA: 45 mm OD; suits 35 mm dia. hole 


Hose Fittings: O-Rings 


HOSE FITTING O-RINGS 


Standard Hose Fitting O-Rings ~ O 


No. 5 No. 6 No. 7 No. 8 No. 10 No. 12 
НО-75525 PKof20 НО-75526 PKof20 НО-75527 PKof20 НО-75528 PKof20 НО-75530 PKof20 НО-75532 PK of 20 
HO-75725 PK of 100 HO-75726 PK of 100 НО-75728 PK of 100 HO-75730 РК-100 НО-75732 PK of 100 

Nippon - Denso Fitting O-Rings 
Q No. 5 Q No. 5 No. 10 
(thin) (8 mm) 
NIPPON DENSO #5 (THIN) МІРРОМ DENSO #5 (8mm) NIPPON DENSO #8 (1/2) МІРРОМ DENSO #10 (5/8") 
HO-75605 PK of 20 HO-75625 PK of 20 HO-75638 PK of 20 HO-75650 PK of 20 


Captive O-ring Fitting O-Rings 


O No. 6 No. 8 O No. 10 O- 12 


HO-75766 PK of 20 HO-75768 PK of 20 HO-75770 PK of 20 HO-75772 PK of 20 


Pad Fitting O-Rings 
PAD FITTING 
(FITS COOLTEMP, EA, EB FALCON AND SOME OTHERS) 
HO-75860 PK of 20 


ALL O-RINGS ARE SHOWN ACTUAL SIZE. 
ALL THE ABOVE O-RINGS ARE GREEN HNBR AND ARE R134a COMPATIBLE. 
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Hose Fittings: O-Rings 


HOSE FITTING O-RING ASSORTMENT 


SKO - 26134 
STANDARD HOSE FITTING O-RING ASSORTMENT 
CONTENTS: 


No. 5 - 50 pcs 
No. 6 - 50 pcs 
No. 8 - 50 pcs 
No. 10 - 50 pcs 


No. 12 - 20 pcs -% 
ALL O-RINGS ARE GREEN HNBR. 
SEE PAGES 349 TO 350 FOR O-RING 
MAINTENANCE SERVICE ASSORTMENTS 


REFER TO PAGE 346 FOR A COMPLETE RANGE OF O-RING AND MAINTENANCE ASSORTMENTS 


O-RING COMPATIBILITY 


NOT ALL O-RINGS ARE SUITABLE FOR R134a AND SOME OTHER REFRIGERANTS AND BLENDS. 
THE FOLLOWING INFORMATION MAY BE USEFUL: 


NBR - R-12, R22, MOST CHLOROFLUOROCARBONS. NOT SUITABLE FOR R134a SYSTEMS. 
HNBR - R-12, R134a, MOST CFC AND HFC REFRIGERANTS AND BLENDS. 

NEOPRENE - R-12, R134a, MOST CFC AND HFC REFRIGERANTS AND BLENDS. 

NITRILE - R-12, R134a, MOST CFC AND HFC REFRIGERANTS AND BLENDS. 

(NITRILE IS ONLY CONSIDERED SUITABLE FOR R134a UP TO 250° F.) 
COLOUR CODE: HNBR - USUALLY GREEN NEOPRENE - USUALLY BLACK OR BLUE 
NBR - USUALLY BLACK NITRILE - USUALLY BLACK 
NOTES: 


1. NEOPRENE AND NITRILE BOTH HAVE LOWER TEMPERATURE LIMITS THAN HNBR. 

2. HNBR IS THE BEST ALL-PURPOSE O-RING FOR R12 AND R134a AUTOMOTIVE AIR CONDITIONING SYSTEMS 
AND SHOULD BE USED IN PREFERENCE TO NEOPRENE OR NITRILE IN R12 OR R134a SYSTEMS WHERE 
POSSIBLE. 

3. SOME OEM MANUFACTURERS MAY USE DIFFERENT COLOUR CODES AND MATERIALS. 

WHERE IN DOUBT HNBR IS THE SAFEST ALTERNATIVE WITH R12 AND R134a. 

4. PAD FITTINGS VARY AND THE O-RINGS TO SUIT THEM MAY NOT INTERCHANGE. 


Hose Protection Tubing 
HEAT RESISTANT INSULATION 


Aluminium / Fibre-Glass Sheath 


HP-76180 38mm ID x 600mm SUITS No.6 to No.12 HOSE 


THIS PRODUCT HELPS TO PROTECT HOSE FROM HEAT DAMAGE. 


BLACK FOAM RUBBER TUBING 


Black Foam Rubber 


HP-76280 22mm ID - 19mm WALL 2m LENGTH, SUITS # 8 HOSE 
HP-76300 25mm ID - 19mm WALL 2m LENGTH, SUITS #10 HOSE 


FOR USE WITH CABLES AND HOSE FOR GENERAL PROTECTION 
AGAINST ABRASION. ALSO USEFUL AS A NOISE DAMPENER. 
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Hose  Splicers 


STRAIGHT SPLICERS 


Straight Splicers: Barb Straight Splicers: Beadlock 


Ш Ш 0 ГІШІ ІШІ ШІ ШІ 


STANDARD BEADLOCK SPLICERS 


(for standard hose) 

STRAIGHT BARB STRAIGHT BARB - REDUCING STRAIGHT BEADLOCK STRAIGHT BEADLOCK - REDUCING 
HS-78060 No. 6 - No. 6 HS-78568 No. 8 - No. 6 HS-78260 No. 6 - No. 6 HS-78626 No. 8 - No. 6 
HS-78080 No. 8 - No. 8 HS-78580 No.10 - No. 8 HS-78280 No. 8- No. 8 HS-78628 No.10 - No. 8 
HS-78100 No.10 - No.10 HS-78602 No.12 - No.10 HS-78300 No.10 - No.10 HS-78630 No.12 - No.10 
HS-78120 No.12 - No.12 HS-78320 No.12 - No.12 


REDUCED BEADLOCK SPLICERS 
(for thin - wall hose) 


STRAIGHT BEADLOCK STRAIGHT BEADLOCK - REDUCING 


HS-78366-R No. 6 - No. 6 HS-78636-R No. 8 - No. 6 
HS-78368-R No. 8 - No. 8 HS-78638-R No.10 - No. 8 
Н5-78370-К No.10 - No.10 HS-78640-R No.12 - No.10 


HS-78372-R No.12 - No.12 


"T" SPLICERS 


"T" Splicers: Beadlock "T" Splicers: Barb 


E 


m [mr m 


] 
STANDARD BEADLOCK TEE 


(for standard hose) 
HS-78696 Мо. 6 TEE HS-78706 No. 6 
HS-78698 No. 8 TEE HS-78708 No. 8 
HS-78700 No. 10 TEE HS-78710 No. 10 
HS-78702 No. 12 TEE HS-78712 No. 12 


SPLICERS WITH R12 SERVICE PORTS 


Barb Splicers with R12 Access Beadlock Splicers with R12 Access 

| 

[HI [II 

STANDARD BEADLOCK SPLICER 
(for standard hose) 

HS-78906 No. 6 WITH 1⁄4" R-12 ACCESS HS-78976 No. 6 WITH 1⁄4" R-12 ACCESS 
HS-78908 No. 8 WITH 1⁄4" R-12 ACCESS HS-78978 No. 8 WITH 1⁄4" R-12 ACCESS 
HS-78910 No.10 WITH 1⁄4" R-12 ACCESS HS-78980 No.10 WITH 1⁄4" R-12 ACCESS 
HS-78912 No.12 WITH 1⁄4" R-12 ACCESS HS-78982 No.12 WITH 1⁄4" R-12 ACCESS 


Female O-Ring to Male Insert O-Ring 
Splicers with R12 Access 


HS-78958 No.8 WITH R-12 (1/4" MF) ACCESS 
1 HS-78960 Мо.10 WITH К-12 (1/4" MF) ACCESS 


313 
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Hose  Splicers 


SPLICERS WITH R134a SERVICE PORTS 


m Barb Splicers with R134a Access 


HS-78946 No. 6 R134a DISCHARGE ACCESS PORT 
HS-78948 No. 8 R134a DISCHARGE ACCESS PORT 


ui 


[ | 
Ц Ш 


STANDARD BEADLOCK SPLICER 
(for standard hose) 


Н5-78986 No. 6 R134a DISCHARGE ACCESS PORT 
Н5-78988 Мо. 8 R134a DISCHARGE ACCESS PORT 
HS-78990 Мо.10 R134a SUCTION ACCESS PORT 
HS-78992 No.12 R134a SUCTION ACCESS PORT 


mima 
m 


IN 


HS-79016 No. 6 WITH DISCHARGE R-134a ACCESS 
HS-79018 No. 8 WITH DISCHARGE R-134a ACCESS 


SPLICERS WITH SIGHT GLASS 


nm Em 


HS-79106 
No. 6 BARB - BARB 


HS-79136 
No. 6 МІОК - BARB 


Hose Fitting Springs 


SPRINGLOCK GARTER SPRINGS 


HS-80506 SUIT No. 6 SPRINGLOCK FITTINGS 
HS-80508 SUIT No. 8 SPRINGLOCK FITTINGS 
HS-80510 SUIT No. 10 SPRINGLOCK FITTINGS 
HS-80512 SUIT No. 12 SPRINGLOCK FITTINGS 


Female O-Ring to Male Insert O-Ring) sm 
= Splicers with R134a Access 


aaa 
LI 


X rum 


HS-78950 No.10 WITH R134a SUCTION ACCESS PORT 
HS-78952 No.12 WITH R134a SUCTION ACCESS PORT 


j 22: 
ІШІ! Beadlock Splicers with К134а Access "ИТ 


REDUCED BEADLOCK SPLICER 
(for thin - wall hose) 


HS-78996-R No. 6 R134a DISCHARGE ACCESS PORT 
HS-78998-R No. 8 R134a DISCHARGE ACCESS PORT 
HS-79000-R No.10 R134a SUCTION ACCESS PORT 
HS-79002-R No.12 R134a SUCTION ACCESS PORT 


Cl F 


HS-79020 No.10 WITH SUCTION R-134a ACCESS 
HS-79022 No.12 WITH SUCTION R-134a ACCESS 


SPLICERS WITH SWITCH PORT 


HS-79406 
No. 6 MIOR - No. 6 FEM. O-RING 


TAKES STANDARD MALE SWITCH 
(3/8" 24 UNF THREAD) 


Hose Fitting Washers 


COPPER FLARE WASHERS 


aM 


HSW-93560 (PKT-10) SUIT No. 6 3/8" FLARE FITTINGS 
HSW-93580 (PKT-10) SUIT No. 8 1/2" FLARE FITTINGS 
HSW-93600 (PKT-10) SUIT No. 10 5/8" FLARE FITTINGS 


© 


